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SUBJECT: MAJOR PROJECTS : NIGERIA THERMAL POWER PROJECTS 

REF: LAGOS A-l 10 

1. COMBUSTION DIVISION OF THE COMBUSTION ENGINEERING 
COMPANY (DESIGN/MANUFACTURER OF BOILERS AND STEAM 
GENERATORS) IS INTERESTED IN THE STATUS OF THE 

KADUNA (348 MW) AND AFAM ( 100 MW) THERMAL POWER PROJECTS. 

2. COMMERCE, MEPD WOULD APPRECIATE EMBASSY REPORT ON 
THESE TWO PROJECTS, SPECIFICALLY, THE BIDDING SCHEDULE 
FOR THE MAJOR EQUIPMENT SUPPLY. 
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